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iCare2 9500 -01 : Big size-:11*16cm after folding , More fitting for Europen & American; 
iCare2 9500-03: Big Size 11*16cm with Valve, M ore Freeing for Breathable 


1st Layer Breathable nonwoven fabric , 


2nd+3rd Layer melt- blown filter, 


Material: 
Ath Layer Spunlaced non woven fabric, 
5th Layer Skin-friendly non woven fabric 
Certificated : GB2626-2006, FFP2 CE EN149, FDA510K exempt 
Layers: 5 layers Meltblown fabric >95% 
Features: 3D fitting design, no stitching, skin friendly and breatable clothing 
Use Range: Personal protection, Professional antiviral 
eels 10pcs* 100Pack=1000pcs/carton 
Carton Size: 55x39x36cm ,Net weight 8.5kg, Volume weight 15.5kg 
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iCare2 9500 Particulate Respirator 
KN95 GB2626-2006 (Non Medical) KN95 GB 2626-2006 
q Particulate Respirator 
3 MAGIC GENIUS 


—_ 


MAGIC GENIUS 


KN95 GB2626-2006 


Particulate Respirator (won medical 


KN95 Particulate Respirator With Valve 


MAGIC GENIUS 
KN95 GB2626-2006 


Particulate Respirator 
Foldable (For single use only) 


*Picture is for reference only,actual product may have differences. 


=» Meets requirements 
KN95 Particulate Respirator 


Filtration efficiency = 0 5,, 


Application 


It is intended for respiratory protection against non-oil particles and reduce user exposure to 
certain airborne particles including those from sanding, sawing, grinding, sweeping, bagging, 
or from processing minerals, coal,iron ore,flour, and certain other substances. 


Use in Schools,high-speed rail,airports, public transport and other relatively dense palces and 
family environment. 


Warning 


«Do not modify or abuse this product. 

«This product can not produce oxygen and don’t use in anoxic environment. 
«This product best continuous use time is less than 8 hours. 

«The mask does not eliminate the risk of contracting any disease or infection. 
«Improper use may lead to illness and even death. 


«Some materials in direct contact with skin may cause allergic reactions. 
«For adult use only. 


«Do not wash. 


&, Shenzhen Century Health Medical Technology Co., Ltd. +86 755 8300 3508 & www.magic-genius.com 


MAGIC GENIUS 
KN95 GB2626-2006 


Particulate Respirator 


Directions 


1, Put the face mask with the nose clip on the upper side and the white face on the inner 
side.The rubber bands at both ends should be hung on the ears. 

2, Gently press the nose clip to make it fit with the bridge of the nose then press the nose clip 
to pull the lower end of the mask to the lower jaw. 

3,Arrange the wearing effect to the mask to cover the bridge of the nose to the lower jaw for 
the best protective effect. 


Product composition 


Specifications 


1st Layer Breathable 2nd+3rd Layer 4th Layer Spunlaced Sth Layer Skin-friendly 
nonwoven fabric melt-blown filter non woven fabric non woven fabric 


Name Parameter 

Product name KN95 Particulate Respirator 

Model iCare2 9500 

Size 11*16cm(+0.5m) After Folding 

Material 5Layers :3Layers Sounbond nonwovens, 2 Layers melt-blown nonwovens, elastic earloops 
Storage Store in a cool, dry, clean place away from fire. 

Store between 5 C~40 C with relative humidity below than 50%. 

Period of Validity 1 year 

Packaging specification 10pcs/bag; 1000pcs/carton; 


Standards 


Magic Genius KN95 mask complies with China standard GB2626-2006 Self-Priming, Filter-Type 
M ask for Respiratory Protection This standard specifies 
the technical requirements, testing methods and manufacturing procedures of the mask. 


&, Shenzhen Century Health Medical Technology Co., Ltd. +86 755 83003508 @www.magic-genius.com 
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Vaccines, Blood & Biologics 


Establishment Registration & Device Listing 
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FDAHome © Medical Devices @ Databases 
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Follow FDA | En Espafiol 


SEARCH 


Animal & Veterinary | Cosmetics 


Tobacco Products 
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New Search 


Establishment 


SHENZHEN CENTURY 


Registration Number 


3016690413 


Current 
Registration Yr 


2020 


Foreign Exporter, Manufacturer 


Face Mask (Except N95 Respirator) For General Public/Healthcare Personnel Per lie 


Guidance - 3Ply Face Mask; Infection Prevention Face Mask 
* Accessory, Surgical Apparel - Ear Cover, Headphone Cover, Sleeve Cover 


Foreign Exporter, Manufacturer 


Foreign Exporter, Manufacturer 


® Bedding, Disposable, Medical - Bed Sheet/Roll: Non-Woven Bag; Pillow Case 


° Cover, Shoe, Operating-Room - Shoe Cover 


Foreign Exporter, Manufacturer 


Foreign Exporter; Manufacturer 


© Cap, Surgical - Cap 


Foreign Exporter, Manufacturer 


® Mask, Scavenging - 3Ply Disposable Face Mask 


Manufacturer 


® Respirator, Surgical - KN95 Particulate Respirator 


Foreign Exporter, Manufacturer, Remanufacturer, 
Repackager/Relabeler, Foreign Private Label 
Distributor 


2 SGS Audit Report 


SGS JAA Made-in-China 


Report Number: QIP-ASI202466 
Audit Date : 08 May.,2020 


This report is issued by Focus Technology Co., Ltd. (Made-in-China.com) and the supervising inspectorate 
(SGS-CSTC Standards Technical Services Co., Ltd.) to confirm that: 


Company Name _: ShenZhen Century Health Medical Technology Co., Ltd. 
DRI TH TS 2 REAL BCA BR ZS 


Showroom : Http://www.magic-genius.com , http://mfjl01.en.made-in-china.com 

Address : Room 2605, Block A, WorldTrade Plaza, Futian District, Shenzhen, 
Guangdong, China 

Product : Face Mask, Protective Cloth, Goggles, Face Mask Production 


Machine, Eye Massager, Thermometer 
has been on site audited for the Following Scope of Activity 


1. General Information 
2. Foreign Trade Capacity 
3. Management System and Product Certification 


4. Energy Saving and Emission Reduction 7 
5. Photos aay, 


_——"* 


General Comments: 


ShenZhen Century Health Medical Technology Co., Ltd. is an authorized company with China Type II Medical relative 
products operations, it was established in 2014, the Sales office is located in Room 2605, Block A, WorldTrade Plaza, 
Futian District, Shenzhen, Guangdong, China. The company occupies an area of more than 520 square meters. 
Shenzhen Century Health Medical Technology Co., Ltd. has its own brand and obtained many patent certificates. They 
have passed I1SO9001:2015 / 1S013485:2016 certification in 2020, and obtained FDA certificate and GB2626-2006 test 
report for mask. ShenZhen Century Health Medical Technology Co., Ltd. has successful foreign trading experience in 
Europe, South America, North America, Africa, Australia and Asia. 
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Sign for and on behalf of 
SGS-CSTC Standards Technical Services Co., Ltd. 


Unless otherwise agreed in writing, this document is issued by the Company under its General Conditions of Service accessible at 
http://www.sgs.com/en/Terms-and-Conditions.aspx Attention is drawn to the limitation of liability, indemnification and jurisdiction issues 
defined therein.Any holder of this document is advised that information contained hereon is solely limited to visual examination of the 
safely and readily accessible portions of the consignment and reflects the Company's findings at the time of its intervention only and 
within the limits of Client's instructions, if any. The Company's sole responsibility is to its Client and this document does not exonerate 
parties to a transaction from exercising all their rights and obligations under the transaction documents. Any unauthorized alteration, 
forgery or falsification of the content or appearance of this document is unlawful and offenders may be prosecuted to the fullest extent of 
the law, 

Attention: To check the authenticity of testing /inspection report & certificate, please contact us at telephone: (86-755) 8307 1443, 
or email: CN.Doccheck@sgs.com age No.: 1 of 13 


Co.Ltd. | SIF, B Building, Zijin Balxia) Technology Incubation Special Park, No.1 Guanghua Road, Nanjing, China 210014 — t (86-25)87128385 f (86-25) 83407773 + www.sgsgroup.com.cn 
HE: BR: SERKERISRSA TOMER RS BMS ABH: 210014 — t (86-25)87128385 f (86-25)83407773  e@ as.cn@sgs.com 
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Inspection & Testing Service 
SGS-CNQBiandards Technical Sosy, 
Consumer and FRSbagccs Zextice 


Member of the SGS Group (SGS SA) 


IS013485 Certificated for PPE Product Management System 


mos! 
CERTIFICATE 


This is to certify that the Quality Management System of 
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Shenzhen Century Health Medical Technology Co.,Ltd. 
Business License Number: 914403003 196161065 


Registered Address: 3807B, SEG, Huaqiang Road, Futian District, Shenzhen, China 


Audit Address: Room 2605, block A, World Trade Plaza, Fuhong Road, 
Futian District, Shenzhen, Guangdong Province, China 


applicable to 


Operation on personal health protection articles, 
health care products and type II medical devices. 


has been assessed and registered by POSI against the provisions of 


1SO13485:2016 
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This registration is subject to the company maintaining a quality management system, 
to the above standard, which will be monitored by POSL 
Please consult the website: www.posicert.com 


The certificate information is also available on the CNCA official website: http://ex.cnca.cn. 
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Certificate Registration No: 381200024R0S 
Initial issue date: 2020.04.24 Issue date: 2020.04.24 Valid until: 2023.04.23 


Shanghai POST Certification Co., Ltd. 
Room 1002A, No.1500, Century Avenue, Pudong New Area, Shanghai ,China.Email:info@posicert.com 


CERTIFICATE 


eaten 


ShenZhen Century Health Medical Technology Co., Ltd.(SZCHMT) 
Address: Room 3807B, Saige Square, HuaQiang Rd, Futian, ShenZhen, GuangDong, 518031, China 
Website: www.magic-genius.com Tel: +86 755 8300 3508 Mobile: +8613809890887 


Declaration of Conformity 


In Accordance with the Directive Issued by 
Standardization Administration of China 
Respiratory Protective Equipment -- Non-Powered Air-Purifying Particle 


GB 2626-2006 


SHENZHEN CENTURY HEALTH MEDICAL TECHNOLOGY CO., LTD. 
Hereby declares that 
Part Name: Fold-able respiratory protective disposable face mask 
Model number: KN95 
Are in conformity with the applicable parts of the following directives: 
Standardization Administration of China 
Respiratory Protective Equipment -- Non-Powered Air-Purifying Particle 


GB 2626-2006 


In addition, | hereby declare that the part named above has been designed to comply with the relevant 
sections of the above referenced specifications. The unit complies with all applicable essential 
requirements of the directives. 


For and on behalf of 


Date of issue: RUPtAeERAKR AR A A 
SHENZHEN CENTURY HEALTH MEDICAL TECHNOLOGY CO.,LTD. 


2020.03.28 


Declaration of Conformity 


MANUFACTURE: SHENZHEN CENTURY HEALTH MEDICAL TECHNOLOGY CO.,LTD. 
ADDRESS:  3807B,SAIGE SQUARE, HUAQIANG ROAD, FUTIAN, SHENZHEN, 


GUANGDONG,CHINA 518031 


WE DECLARE THAT THE FOLLOWING PRODUCT: 


KN95 Particulate Respirator 


Models No: iCare2 9500, KN95-01, KN95-02 


DESCRIBED ABOVE IS IN CONFORMITY WITH THE FOLLOWING DIRECTIVE(S): 
PERSONAL PROTECTIVE EQUIPMENT 2016/425 


RELEVANT STANDARD(S): 
EN149:2001+A1:2009 


THE EU DESCRIBED ABOVE HAS BEEN TESTED BY US WITH THE LISTED STANDARDS AND FOUND IN 
COMPLIANCE WITH THE COUNCIL REGULATION ON PERSONAL PROTECTIVE EQUIPMENT DIRECTIVE 

(EU) 2016/425. IT’S POSSIBLE TO USE CE MARKING TO DEMONSTRATE THE COMPLIANCE WITH THIS 
PERSONAL PROTECTIVE EQUIPMENT DIRECTIVE. 


For and on behalf of 


RilwteeRAR AMR 2 aA 
SHENZHEN CENTURY HEALTH MEDICAL TECHNOLOGY CO.,LTD. 
Date of issue: 


2020.03.28 Stamp and Signature of authori pforized Signature(s) 


* iCare2 9500 CE EN149:2001+A1:2009, FFP2 Standard Product 


Certificate 


ICR Polska/VC/M6330131/A1 


Name and address of Best Source International Ltd. 

certificate owner: O5rm,26F, A Block,WorldTrade Plaza, Fuhong Road, Futian, Shenzhen,China 
Name and address of Shenzhen Century Health Medical Technology Co.,Ltd. 

manufacturer: 3807B,SaiGe Square, Huaqiang Road, FuTian, Shenzhen,GuangDong,China 
Product name: Infections Prevention Face Mask (Particulate Respirator) 

Product types: KN95, KN9500, FFP2-9500, KN9510, KN9520, KN9530, KN9550, KN9600, KN9610, 


KN9800, KN9900, iCare2-9500, iCare2-9600, iCare2- 9700, iCare2-9800, iCare2-9900 


Product trademark: Magic Genius 
e This certificate confirms that the product meets the requirements of the following standard(s): 
EN149:2001+A1:2009 


The certification has been carried out in accordance with individual rules and conditions agreed with the applicant. 
Evaluation has been carried out in accordance with: 


Test report(s) No.: A20032480SR-01 

Test conducted by: United Testing Technology (Hong Kong) Limited 
Certificate issue date: 18, 04, 2020 

Expiration date: 02, 04, 2025 


e This certificate refers to the above mentioned product and its conformity in regards of above mentioned 
standard(s) was proven on test sample 

e This certificate does not imply meeting all essential requirements, assessment of the series-production or any 
other restricted Notified Bodies conformity assessment procedure appropriate for the product 

e This certificate holder shall use this certificate in connection to declaration of conformity and technical data 
relevant for the product the certificate was issued 

e This certificate does not constitute legal base to affix C € marking on the product 


Certificate modifications: 
e Replaces cert ICR Polska/CE/V/M6330131 
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ICR Polska Co. Ltd. 
Plac Przymierza 6 
03-944 Warsaw 


www.icrpolska.com Warsaw, 18, 04, 2020 
e-mail: icrpolska@icrga.com 


Director: Rafat Kalinowski 


Check certificate status: https://cert.icrpolska.com/ 
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Shenzhen Academy of Metrology & Quality Inspection 
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National Sporting Goods Testing Center (Guang Dong) 


Shenzhen Academy of Metrology & Quality Inspection 20151907302 2018(4) MLBAZ024 
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TEST REPORT 


| WIAA Page 1 of 6 Pages 


No.: WT204030504 


Sample Description: KN95 Particulate Respirator (Infections Prevention Face Mask) 
Model/Specification/Grade: 11cm*16cm(+0.5cm) 5Layers 

Applicant: Shenzhen Century Health Medical Technology Co., Ltd. 

Applicant Address: 3807B, SaiGe Square,Futian shenzhen,Guangdong, 518031,CHINA 
Date of Receipt: 2020-04-16 

Test Period: 2020-04-16 to 2020-04-24 


Test Location: Longhua Experimental Base 


Metrolog 


oh E _ 
neolosy/a aie > te Approved by: 47 5 
n 


Signature: 


RI PitsS Raw MAAK Shenzhen Academy of Metrology & Quality Inspection http://www.smg.com.cn 
HAF IKE (E-mail): kfzx@smq. com.cn — CMAUEFSBA ESS (CMA No. ): 201571907302 & 201719001402 

Teese ose: GUTTER Ria i Rb 14 Ss = APH: 0755-27528955 fF: 0755-27528707 fik4q: 518131 

Longhua Experimental Base: No. 114, Minkang North Road, Minzhi Avenue, Longhua District, Shenzhen Tel:0755-27528955 
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TEST REPORT 


No.: WT204030504 Page 2 of 6 Pages 


Sample Information: _ 

Sample Description: KN95 Particulate Respirtor (Infection Prevention Face Mask) 

Trade Mark: Magic Genius 

Model/Specification/Grade: 16cm*11cm (+ 0.5cm) Layers 

Serial/Batch No. of Sample: --------------- 

Manufactured Date: 2020-04-10 

Manufacturer: Shenzhen Century Health Medical Technology Co., Ltd. 

Manufacturer Address: 3807B, SaiGe Square,Futian shenzhen,Guangdong, 518031,CHINA 
Sample Quantity: 50pcs 

Sample Description before Testing: Normal. 


Client Information: _ 

Applicant: Shenzhen Century Health Medical Technology Co., Ltd. 

Applicant Address: 3807B, SaiGe Square,Futian shenzhen,Guangdong, 518031,CHINA 
Applicant Telephone: +8618664568327 

Applicant Post Code:  --------------- 


Test Information: _ 

Date of Receipt: 2020-04-16 

Applicant No.: 8227607 

Enviroment Condition: (18~25) °C (30~70) %RH 
Sampling Method: Delivered by Applicant 

Judgment Basis: GB 2626-2006 

Test Standard: GB 2626-2006 


Test Conclusion: 


Test result refer to next pages. 


Tested by: 9 FAA Ma Checked by: E-#6/4 d, te al 
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No.: WT204030504 
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Shenzhen Academy of Metrology & Quality Inspection 


TEST REPORT 


Page 3 of 6 Pages 


Test Item 
1. Appearance 


(GB 2626-2006) 


2. Filtration 
efficiency (%) 
(GB 2626-2006) 


(GB 2626-2006) 


5. 2Requirement 


NaCl (GB 2626-2006) 
Non-oil aerosols Unpretreated sample: 
KN95=95. 0 » 98. 23 

: 98. 20 

: 98. 29 

: 98. 48 

: 98.53 

: 98. 30 

: 98. 29 


Temperature: 23.0°C 

Relative humidity: 35. 5% 

Aerosol chamber: NaCl 
Concentration of aerosol chamber: 
15mg/m°? 

(Flow meter rate: 85L/min) 


Conformity 


Conformity 


Conclusion 
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Shenzhen Academy of Metrology & Quality Inspection 


TEST REPORT 


No.: WT204030504 


Page 4 of 6 Pages 


Test Item Requirement 
3.Resistance of |fotal inhalation 
inhalation and fResistanceS<350 
exhalation (Pa) 


(GB 2626-2006) 


Total exhalation 
Resistance <250 


4. Dead space (%) 
(GB 2626-2006) 


5. Head harness 
(GB 2626-2006) 
10N, continuous 10s 


No slippage, breakage 


Disposable facepiece: 


Test Result 
(GB 2626-2006) 
Inhalation resistance: 
Unpretreated sample: 
1# at 
72.7 80.4 


Pretreated sample: 
1# 2# 
81.7 91.0 


Exhalation resistance: 
Unpretreated sample: 
1# at 

78.7 73.3 


(Flow: 85L/min) 


(GB 2626-2006) 
Disposable facepiece: 
0. 67 

(Temperature: 23. 5°C) 


(GB 2626-2006) 
Unpretreated sample: 
1#~2#: Pass 


Pretreated sample: 
1#~2#: Pass 


Conclusion 


Conformity 


Conformity 


Conformity 
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Shenzhen Academy of Metrology & Quality Inspection 
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TEST REPORT 


No.: WT204030504 Page 5 of 6 Pages 


6. Flammability (GB 2626-2006) Conformity 


(GB 2626-2006) 


Afterflame time<5 Disposable facepiece: 
(s) Unpretreated sample: 


l# 24 
0.0 0.0 


Pretreated sample: 
1# 9624 
0.0 0.0 


Displacement speed of Head mold nose 
tip: 60mm/s 


Flame temperature at 20mm from the 
top of the burner: 812°C 


Note: 

1. The sequence of temperature and humidity pretreatment is as follows: 

a) Place at (38 + 2.5) and (85 + 5)% relative humidity for (24 + 1) hours; 

b) Treatment in dry environment at (70 + 3) C for (24 + 1) hours; 

é) Place at. (-30 ce 3) °C for (4 + 1) hours; 

After the sample temperature is restored to room temperature for 5 hours, the test shall 


be carried out again. 
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TEST REPORT 


Scan is following us Scan checks for authenticity 


WUHAN 


iL Db ih et FE 
Zhejiang Light Industrial Products Inspection and Research Institute 


Eel Ak 5 ZA Be i a CTI 


National Textiles and Garment Quality Supervision Inspection Center(Zhejiang) 


Zhejiang Light Industrial Products Inspection and Research Institute 
National Textiles and Garment Quality Supervision Inspection Center(Zhejiang) 


Test report 


Number:W202017474E pagel/3 


Shenzhen Century Health Medical 3807B, SaiGe Square, Futian 
Name of Customer Address 


Technology Co., Ltd. shenzhen, Guangdong, 518031, CHINA 


Shenzhen Century Health Medical 3807B, SaiGe Square, Futian 
Manufacturer Address 


Technology Co., Ltd. shenzhen, Guangdong, 518031, CHINA 


Name of sample: KN95Particulate Respirator 


Characteristics of sample: White 

Trademark of sample: ——~- 

Specification/model: llcem*l6cm (+0.5cm, 5layers) 
Level: KN95 

Category of safety specification: --- 

Art. No.: KN95, KN95-02, iCare2 9500 


Sample 


information 


Above-mentioned information by Customer-supplied 


The sent way of 


Sent by customer Sample quantity 30 pieces 
sample 


Receiving Date of 


2020/05/11 Test Category Entrusted inspection 


Sample 


Date of Testing 2020-05-11— 2020-05-12 


Rat ingRequirements GB 2626-2006 


Test Summary: 


See the attached page for the results 


Test Seal 


Date of Approval: 2020-05-12 


Date of manufacttre: 2020-04-28. 


Remarks 


Approved by: 4K B, gE 


Test report 


Number:W202017474E page2/3 


ITEM 


1. FILTER EFFICIENCY(SALT MEDIUM) 
(GB 2626-2006 6.3)(%) 


2. RESPIRATORY RESISTANCE 
(GB 2626-2006 6.5 & 6.6)(Pa) 


3. HEADBAND 
(GB 2626-2006 6.11) 


4. APPEARANCE 
(GB 2626-2006 6.1 & 6.2) 


The appearance quality 


Meet the requirements of 
GB 2626-2006 standard 


of 2 masks conforms to 
the standard 
5.VISUAL FIELD BELOW MASK 
(GB 2890-2009)(° ) 


Test report 


Number:W202017474E page3/3 


Picture(s) of sample 


—End of report— 


DECLARATION 


1. Our organization guarantees impartiality, independence and honesty of inspection, and is responsible for the results of 
inspection, keeping the samples supplied by the entrusting party confidential and at the same time protecting the ownership of 
the samples supplied. 

2. The test report will be deemed invalid without signatures of the inspector/reviewer and authorized personnel, and the red 
special inspection stamp of our organization. 

3. The test report will be invalid if it is altered. Copies of the report are invalid without the red special inspection stamp of our 
organization. 

4. The test results shown in this report are applicable only to the samples provided by customers. 

5. All the pages of the report are integral parts of the report. Our organization will not be responsible for any 
misunderstanding or other results caused by using separate page(s) of the report. 

6. If there is any dissent of the report, the entrusting party shall notify our organization timely. For the mandatory inspection 
given by governmental administration departments, and dissent about the sample being tested or test results on the report 


should be dealt with in accordance with national regulations. 


YTS LM i a FE Boe DB 
The Affiliated Inspection Centers 


HLA TN in De FB FRA HIG: 0571-85122669 
aheene Light Industrial ProductsInspectionandResearchInstitute Telephone: 0571-85122669 

Hs] Ac IZA ese Ph J a hs hee CPL) 

National Textiles and Garment Quality Supervision Inspection Center(Zhejiang) E-Mail: 1137907994 @qq.com 

Hehe: HLA PUN TL RYDER 300 5 6 SE 


Address: Building No.6, 300 XiaSha Road, Hangzhou, Zhejiang 


FB] Ae AR Ay on J ee ly CHA IRA His: 0571-89009556 
National Center for Quality Supervision Inspection of Furniture(Zhejiang) Telephone: 0571-89009556 
WILLA BA KLERRAS™ ih ee 

Zhejiang Center of Quality Test for Indoor Safety and Fumiture Products E-Mail: 2047699564 @qq.com 


Hoh: HALA SUN HARK RIAA 1 SRK SR hd 4 Ste 
Address: Building 4 LiangZhu University Science and Technology Park, No.1, 
JingYi Rd, Yuhang District, Hangzhou, Zhejiang 


Hi EL Fey bi Hl Wk AHL: 0571-89001 107 
Zhejiang Center of Quality Test for Light Industry and Hardware Products Telephone: 0571-89001107 
HALL 48 VAS FS en Jo ee 

Zhejiang Center of Quality Test for Sports Products E-Mail: wujtest@126.com 


Hh: HTL“ bud Th Daa A lett 222 5 3 Ge 
YEA UN AD RAGE BR 1S RASA 3 SR 
Address: No. 222 Tianmushan Rd., Hangzhou, Zhejiang 
Building 3 LiangZhu University Science and Technology Park, No.1, 
Jing Yi Rd., Hangzhou, Zhejiang 


FB] AC ALP ih J Ee es CATT) IRA ALIA: 0571-85027738 
National Center for Quality Supervision Inspection of Lock(Zhejiang) Telephone: 0571-85027738 
HLL 748 ALP in Jo ee 

Zhejiang Center of Quality Test for Lock Products E-Mail: Locktest@126.com 


Baik: HLA td Ye Ree 24 5 
Address: No. 24 Tangmiao Rd., Hangzhou, Zhejiang 


bx) EMV Se FY FR GE]: http://www.zjttj.cn PLUR HA: 0571-85023552 
Online Business-Reception/Report Inquires: http:// www.zjttj.cn Complaint Tel: 0571-85023552 


